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Message Text 



UNCLASSIFIED 

PAGE 01 BERN 04198 071626Z 

43 

ACTION EUR- 12 

INFO OCT-01 ISO-OO ACDA-10 CEQ-01 CIAE-00 DOTE-OO EPA-04 

HEW-06 HUD-02 INR-07 INT-05 L-02 NSAE-00 NSC-05 

NSF-02 OIC-02 PA-02 PM-03 PRS-01 RSC-01 SAJ-01 OES-04 

SP-02 SS-15 TRSE-00 USIA-15 DEAE-00 /103 W 

023597 

R 071608Z NOV 74 
FM AMEMBASSY BERN 
TO USMISSION NATO 
INFO SECSTATE WASHDC 9810 

UNCLAS BERN 4198 

DEPT PI EASE PASS EPA FOR F. ALLEN HARRIS AND FEA FOR 
WILLIAM PORTER 

E.O. 11652: N/A 

TAGS: SENV, NATO, ENRG, SZ 

SUBJECT: CCMS: ENERGY CONSERVATION - ELECTRIC UTILITY LOAD 
MANAGEMENT MEETING AT NATO HEADQUARTERS, NOVEMBER 12-13 



REF: A) USNATO 6149; B) USNATO 5973; C) STATE 228249 

1. EMBASSY CONTACTED MESSRS DOMMANN AND LOCHER OF ZENTRAL- 
SCHWEIZERISCHE KRAFTWERKE, LUZERN, AND FREDERIC HOFER OF 
BERNISCHE KRAFTWERKE AG, BERN, AND PROVIDED THEM WITH COPIES 
OF TENTATIVE AGENDA FOR SUBJECT MEETING (REFTEL C). DOMMANN 
AND HOFER HAVE PREVIOUS COMMITMENTS AND REGRET THEY UNABLE 
ATTEND MEETING. WERNER LOCHER WILL ATTEND AND HAS BREN 
GIVEN INFO PROVIDED REFTEL A. IN EVENT MISSION WISHES 
WRITE TO HIM DIRECTLY, HIS TITLE AND ADDRESS ARE: DIREKTOR, 
ZENTRALSCHWEIZERISCHE KRAFTWERKE, HIRSCHENGRABEN 33, 6002 
LUZERN. 

DAVIS 
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